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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 01631 071134Z 
ACTION NEA- 11 

INFO OCT-01 EUR- 1 2 EB-08 ISO-OO /032W 

094444 080306Z/14 

R 070901Z JUNE 78 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7958 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 1631 

ATHENS FOR RTDO 

EO. 11652: NA 
TAGS: BEXP, BENC, TC 

SUB J : FOREIGN GOVT. TENDER: UMM AL NAR SEWERAGE PHASE 1 . 

1. 520/01/ 

50049 

2. 6/6/78 

3. J. HASTIE 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUND ABLE FEE OF 
1.500 DH. (1 DOL EQUALS 3.9 DH) FROM: 

6B. SEWERAGE PROJECTS COMMITTEE 
6C. P.O.BOX 3487 

12TH FLOOR, HAMAD AL-QUAMZI BUILDING 
AL HASSEN STREET, SECTOR W 2, ABU DHABI, U.A.E. 

7. CONTRACT NO. 143 

8. 6/29/78 1200 AM 

9. 201 

10. 9917302/0000; 9917303XPPPPV OOQTTPEXPPPPV 3259100/0000. 

INVITATION TO TENDER READS AS FOLLOWS. QUOTE: 

GOVERNMENT OF ABU DHABI. SEWERAGE PROJECTS COMMITTEE 
CONTRACT NO. 143 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ABU DH 01631 071134Z 

UMM AL NAR SEWERAGE PHASE 1 
TENDER BY INVITATION 

TENDERS ARE INVITED FROM EXPERIENCED CONTRACTORS FOR THE 
CONSTRUCTION 

OF REINFORCED CONCRETE PUMPING STATIONS AND G.R.P. RISING MAINS, 
VITRIFIED CLAY GRAVITY SEWERS, CONCRETE MANHOLES AND ASSOCIATED 
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CIVIL ENGINEERING WORKS. 

TENDER DOCUMENTS WILL ONLY BE PURCHASED UPON CASH PAYMENT OF DH. 

I, 500/- (NON-REFUNABLE), BY THOSE CONTRACTORS WHO SATISFY THE 
SEWERAGE PROJECTS COMMITTEE AS TO THEIR COMPETENCE TO UNDERTAKE 
THE FOLLOWING WORKS: 

A) THE CONSTRUCTION OF THE SUBSTRUCTURES AND SUPERSTRUCTURES OF 
FOUR "WERE WELL/DRY WELL" PUMPING STATIONS AND THE ASSOCIATED SITE 
WORKS. 

B ) THE CONSTRUCTION OF APPROXIMATELY 8 KM OF VITRIFIED CLAY 
SEWERS OF DIAMETERS 150 MM TO 500 MM. 

C) THE CONSTRUCTION MANHOLES AND INSPECTION CHAMBERS ASSOCIATED 
WITH THE SEWERS AND PUMPING STATIONS. 

D) THE CONSTRUCTION OF APPROXIMATELY 8 KM OF G.R.P. PUMPING MAIN 
OF DIAMETERS 150, 300 AND 350 MM. 

E) THE PROVISION OF ALL PUMPING MACHINERY AND PLANT TO THE PUMPING 
STATIONS. 

F) THE PROVISION OF ALL MATERIALS FOR THE WORKS. 

G) THE REINSTATEMENT OF ALL SURFACES DISTURBED OR DAMAGED AS A 
RESULT OF THE CONSTRUCTION AND/OR MAINTENANCE OF THE WORKS. 

H) THE TESTING AND COMMISSIONING OF ALL NEW WORKS. 

J) THE MAINTENANCE OF THE WORKS FOR A PERIOD OF 365 DAYS. 

THE WORKS ARE LOCATED AT UMM AL NAR, AN INDUSTRIAL AREA ON THE 
ADJACENT MAINLAND OF ABU DHABI ISLAND. INTERESTED CONTRACTORS 
SHALL OBTAIN QUESTIONNAIRE FORMS FROM THE OFFICES OF THE SEWERAGE 
PROJECTS COMMITTEE AT: 

P.O. BOX 3487 

12TH FLOOR, HAMAD AL QUAMZI BUILDING 
AL-HASSEN STREET, 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ABU DH 01631 071134Z 

SECTOR W 2, 

ABU DHABI, UAE. 

AND ARE REQUIRED TO RETURN DUPLICATED COPIES OF THE QUESTIONNAIRE 
DULY COMPLETED WITH ALL THE REQUIRED RELEVANT INFORMATION TO THE 
COMMITTEE BY 12,00 NOON ON 29TH JUNE, 1978. 

CHAIRMAN, GHANIM MOHAMMED AL SUWEIDI, SEWERAGE PROJECTS COMMITTEE. 
UNQUOTE. 

II. TO BE FINANCED FROM ABU DHABI DEVELOPMENT BUDGET. 

DICKMAN 


UNCLASSIFIED 


NNN 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ABUDFI01631 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D780238-1046 
Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978061 1 1/aaaafmqj.tel 
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Litigation Codes: 
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